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MINISTRY OFLABOUR AND EMPLOYMENT 

(CENTRAL ADVISORY CONTRACT LABOUR BOARD) 

RESOLUTION 

New Delhi, the 31st July, 2010 

No. U-23013/15/10-LW.—In exercise of the powers conferred by Section 5 of the Contract Labour 
(Regulation and Abolition) Act, 1970, the Central Advisory Contract Labour Board hereby constitutes a Committee 
to go into the question of abolition of contract labour in the establishment of Central Ware Housing Corporation, 
Container Freight Station, Dronagiri, Node, Raigad. 

2. The composition of the Committee and its terms of reference will be as under :— 

(I) Dr. Vivek Monteiro, —Member 

Secretary, 

Office of Mumbai Shramik Sangh, 

Quarry Road, Bhandup, 

Mumbai-400078 

- •>' (2) Shri A.K. Nigam, —Member 

Advisor (Industrial Relations), 

Ministry of Railways (Railways Board), 

New Delhi-110001 

(3) Regional Labour Commissioner (Central), —Member-Convener 

Mumbai 

3. The terms of reference of the proposed Committee would be as follows :— 

' , . “To study the working of contract labour system in the jobs/works Security Guard (watch and ward) 
in the establishments of Central Ware Housing Corporation, Container Freight Station, Dronagiri, 
Node, Raigad, afresh and to make suitable recommendations whether or not the employment of 
contract labour in the above jobs/works in the said establishment be prohibited keeping in view the 
provisions of Section 10 of the Contract Labour (Regulation and Abolition) Act. 1970”. 

4. The Headquarters of the Committee will be at Mumbai. The Committee shall hear the parties afresh, 
allow submissions, if any and submit its report at the earliest. 


B. A. KHAN, Secy, 
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